DOCKETED ITEMS     109

-9106030111 Amends 77 & 108 to licenses NPF-22 & NPF-14 respectively. Amends
change tech specs to revise composition of plant operations review committee
BUTLER.W.R.   Project   Directorate   I-2.   91/05/16.   Project   Directorate   I-2"   12pp
57892:247-57892:258.

-9106030117 Safety evaluation supporting amends 108 & 77 to licenses NPF-14 &
NPF-22, respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/05/16. 2pp
57892:259-57892:260.

9106060087 Responds to 900725 Itr re BWR generic fundamentals exam bank & for-
wards two diskettes.W/o encl.

GALLO.R.M. Operator Licensing Branch. 91/05/20. FITCH,A.S. Pennsylvania Power &
Light Co. 4pp. 58011:055-58011:058.

9106050162 Provides schedule for action plan PP&L transmitted in 900817 Itr & status
& scheduled completion forecast for each action provided.

KEISER.H.W. Pennsylvania Power & Light Co. 91/05/30. BUTLER.W.R. Project Direc-
torate I-2. 4pp. 58003:279-58003:282.

9106100219 Confirms activity completed re Generic Ltr 89-13, "Svc Water Sys Prob-
lems Affecting Safety-Related Equipment" & "Insp Program for Piping & Corrosion &
Degradation."

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. MARTIN.T.T. Region 1 (Post
820201). 2pp. 58052:074-58052:075.

9106110153 Forwards facility final response to request for addl info on PL-NF-90-001.
KEISER.H.W. Pennsylvania Power & Light Co. 91 /06/04. BUTLER.W.R. Project Direc-
torate I-2. 68pp. 58096:071-58096:137.

9106130206 Notification of 910627 quarterly meeting w/util in Rockville.MD.
RALEIGH.JJ. Project Directorate I-2. 91/06/06. BUTLER.W.R. Project Directorate I-2.
4pp. 58110:348-58110:351.

9106210128 Forwards Amends 109 & 78 to Licenses NPF-14 & NPF-22, respectively &
safety evaluation.Amends revise TS 4.1.4.1 to require.that while in Operational Condi-
tion 1,selection error for out of sequence control rod demonstrated in 1 h.
RALEIGHJJ. Project Directorate I-2. 91/06/06. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 58208:199-58208:218.

-9106210129 Amends 109 & 78 to Licenses NPF-14 & NPF-22,respectively. revising TS
4.1.4.1   to  require.that while  in  Operational  Condition   l.when  reducing thermal
power.selection error for out of sequence control rod be demonstrated within 1 h.
BUTLER.W.R. Project Directorate I-2. 91/06/06. 14pp. 58208:202-58208:215.

-9106210132 Safety evaluation supporting Amends 109 & 78 to Licenses NPF-14 &
NPF-22,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/06. 3pp.
58208:216-58208:218.

9106140223 Forwards matl safety data sheets for each product to be tested in circulat-
ing water chemical treatment programs not listed in NPDES Permit PA 0047325.Test-
ing will begin in June & scheduled to continue for 6 months.

FIELDS.J.S. Pennsylvania Power & Light Co. 91/06/07. LEHMAN,S.J. Pennsylvania,
Commonwealth of. 52pp. 58128:103-58128:154.

9106270050 Notification of significant licensee meeting 91-78 w/util on 910620 in King
of Prussia.PA to discuss status of environ qualification upgrade program.
WHITE.J.W. Region   1   (Post 820201).  91/06/11.  Region   1   (Post  820201).  3pp.
58222:342-58222:344.

9106210179 Advises that facilities selected for BNWL study for RES to develop info on
extent to which empirical trends contribute to relationship between nuclear plant staff-
ing & safe maint & operations.Questions for face-to-face interviews encl.
RALEIGH.JJ. Project Directorate I-2. 91/06/12. KEISER.H.W. Pennsylvania Power &
Light Co. 10pp. 58202:228-58202:237.

9106210229 Forwards request for addl info re util 910109 request for proposed Tech
Spec changes on requirements for RWCU/RCIC temp setpoints for leak detection.
RALEIGH.JJ. Project Directorate I-2. 91/06/13. KEISER.H.W. Pennsylvania Power &
Light Co. 5pp. 58207:354-58207:358.

9106260280 Forwards matl safety data sheets for three laundry detergent chemicals.for
concurrence.Would like to evaluate detergents to determine if they are more effective
cleaners than RC-8.

FIELDS.J.S. Pennsylvania Power & Light Co. 91/06/17. LEHMAN.S. Pennsylvania,
Commonwealth of. 10pp. 58234:314-58234:323.

9106260066 Forwards revised response to Question 4 of 910604 request for addl info
re MCPR operating limits.

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/21. BUTLER.W.R. Project Direc-
torate I-2. 4pp. 58224:327-58224:330.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060055 Advises that util identified five addl transmitters of type described in NRC
Bulletin 90-001, "Loss of Fill-Oil in Transmitters Mfg by Rosemount" Transmitters lo-
cated in warehouse & returned to Rosemount.

KEISER.H.W. Pennsylvania Power & Light Co. 91/05/30. BUTLER.W.R. Project Direc-
torate I-2. 2pp. 58010:329-58010:330.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions, " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100219 Confirms activity completed re Generic Ltr 89-13, "Svc Water Sys Prob-
lems Affecting Safety-Related Equipment" & "Insp Program for Piping & Corrosion &
Degradation."

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. MARTIN.T.T. Region 1 (Post
820201). 2pp. 58052:074-58052:075.

9106180199 Forwards combined insp repts 50-387/91-03 & 50-388/91-03 on 910415-
19.Violations noted.Notable attributes of ALARA program discussed.
JOYNER.J.H. Region 1 (Post 820201). 91/06/05, KEISER.H.W. Pennsylvania Power
& Light Co. 4pp. 58121:063-58121:093.

-9106180210 Radiological controls & ALARA initiative insp repts 50-387/91-03 & 50-
388/91-03 on 910415-19.No violations noted.Major areas inspected:review of previ-
ously identified items.instrurnentation.housekeeping & radiological postings.
NOGGLE.J., MANN.D. Region 1 (Post 820201). MARKLEY.A. Region 3 (Post 820201).
91/06/03. 27pp. 58121:068-58121:093.

9106200035 Forwards insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No
violations noted.Purpose of insp to determine whether NRC licensed activities were
being conducted safely & in accordance w/regulatory requirements.
BLOUGH.A.R. Region 1 (Post 820201). 91/06/06. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 58161:153-58161:202.

-9106200037 Insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No violations
noted.Major areas inspected:operations,emergency preparedness.security.maint & sur-
veillance testing.LERs, radiological controls.engineering & technical support.
WHITE.J. Region 1 (Post 820201). 91/06/06. 47pp. 58161:156-58161:202.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106140220 Notification of Significant Licensee Meeting 91-78 w/util on 910620 in King
of Prussia.PA for licensee to present status of environ qualification upgrade program.
WHITE J.R. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 2pp.
58126:340-58126:341.

R. Periodic operating reports & related correspondence

9106210134 Monthly operating repts for May 1991 for Susquehanna Steam Electric
Station.W/910617ltr.

YOUNG.K.A.,   KEISER.H.W.   Pennsylvania   Power   &   Light   Co.   91/05/31.   11pp.
58203:306-58203:316.

9106270150 "NPDES Discharge Monitoring Rept for May 1991." W/910617 Itr.
KEISER.H.W., FIELDS.J.S. Pennsylvania Power & Light Co. 91/05/31. WILKESJ.J.
Pennsylvania, Commonwealth of. 12pp. 58266:294-58266:305.

S. Reportable occurrences, LERs & related correspondence

9106100414 LER 91-007-00:on 910515,unplanned actuations of ESF occurred.Caused
by spurious trip.Panel A placed on alternate power supply.all isolations reset & investi-
gation commenced to determine cause of trip.W/910607 Itr.

METER.J.J.,   STANLEY.H.G.   Pennsylvania   Power   &   Light   Co.   91/06/07.   5pp.
58162:133-58162:137.
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F. Security, medical, emergency & fire protection plans

9106110059 Expresses thanks for efforts expended by plant personnel in preparation &
conduct of recent emergency preparedness exercise at facility.
EBNETER.S.D. Region 2 (Post 820201). 91/04/05. GOLDBERG J.H. Florida Power &
Light Co. 4pp. 57997:184-57997:187.

9106050286 Rev 48 to EPIP 3100023E, "Onsite Emergency Organization & Call Direc-
tory." W/910529 Itr.
SAGER.D.A. Florida Power & Light Co. 91/05/29. 25pp. 58008:007-58008:031.

9106110346 Forwards Rev 11 to guard training & qualification plan, consisting of sum-
mary of changes & marked-up copy of revised pages.EncI withheld (ref 10CFR73.21).
SAGER.D.A. Florida Power & Light Co. 91/06/04. Document Control Branch (Docu-
ment Control Desk). 1 p. 58096:050-58096:050.

9106140226 EPIPs including.Rev 7 to C-1lO,Rev 8 to HP-200,Rev 5 to HP-207,Rev 14
to HP-202 & Rev 14 to 3100026E.W/910606 Itr.
SAGER.DA Florida Power & Light Co. 91/06/06. 77pp. 58127:013-58127:089.

9106270290 Forwards Rev 31 to physical security plan.Rev withheld (ref
10CFR2.790(a)(3)).

SAGER.D.A. Florida Power & Light Co. 91/06/21. Document Control Branch (Docu-
ment Control Desk). 1 p. 58244:244-58244:244.

G.  Adjudicatory correspondence

9106280026 Order.* Commission has not taken final action on petition to review ALAB-
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings
referred to Commission.W/Certificate of Svc.Served on 910617.
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #291 11845. 91/06/11.
Carolina Power & Light Co. 10pp. 58237:223-58237:232.

P. Operating license stage documents & correspondence

9106040115 Forwards amend 50 to license NPF-16 & safety evaluation. Amend
changes max allowable primary loop resistance ternp delay time from 8 s to 14 s. .
NORHISJ.A. Project Directorate II-2. 91/05/23. GOLDBERGJ.H. Florida Power &
Light Co. 3pp. 57894:047-57894:058.oject  Directorate  I-2.   12pp.
